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Message Text 


CONFIDENTIAL 

PAGE 01 CAIRO 17747 271 145Z 
ACTION OC-06 

INFO OCT-01 NEA-10 ISO-OO CCO-OO /017W 

271146Z 129759/10 

O R 27 1 100Z DEC 76 
FM AMEMBASSY CAIRO 
TO AMCONSUL KARACHI IMMEDIATE 
INFO AMEMBASSY NAIROBI 
AMEMBASSY TEHRAN 
SECSTATE WASHDC 01 1 

CONFIDENTIAL CAIRO 17747 

KARACHI FOR RCO; TEHRAN FOR CEO-R; NAIROBI FOR CEO VAN DERHOFF 

E.O. 11652: GDS 

TAGS: ACOM ASEC 

SUBJ: FAILURE OF DT-76 EQUIPMENT 

1 . RECENTLY-INSTALLED DT-76 HAS INOPERABLE RECEIVER SECTION. 
PROBLEM DEVELOPED OVER HOLIDAY WEEKEND. OF FOUR DT-76 S 
NOW ON HAND, ONE DAMAGED IN TRANSIT. AND TWO HAVE INOPERABLE 
RECEIVER SECTIONS. CONDITION OF LAST DT-76 NOT DETERMINED AND 
UNLESS SPECIFICALLY ORDERED BY RCO, WILL NOT BE INSTALLED UNTIL 
NATURE OF PROBLEM CAUSING RECEIVER FAILURE DETERMINED. 

2. POST USING ALTERNATE DESK-TOP BASE STATION INSTALLED BY 

VAN DERHOFF WHICH HAS SEPARATE ANTENNA AND POWER SUPPLY SYSTEM. 

3. REQUEST RCO ASSISTANCE TO REPAIR DT-76 S AND DETERMINE POSSIBLE 
CAUSE OF FAILURES. 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 
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Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CunninFX 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CAIR017747 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D760472-0902 
From: CAIRO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976121 1/aaaaaixz.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 0 JUN 2004 by greeneet>; APPROVED <06 OCT 2004 by CunninFX> 
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Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
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Review Withdrawn Fields: n/a 
Secure: OPEN 
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Subject: FAILURE OF DT-76 EQUIPMENT 
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